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Phil is Morris 

T PM-1336 ^&2Q, PM-1389 EPO 
Your Ref: 33021, 31755 


Dear John: 


This letter summarizes our telephone conversation 
of January 23, 1992. 

With regard to PM-1389 (your reference: 31755), we 
have reviewed the prior art cited in the European Search 
Report dated August 13, 1991. We believe that it would be 
worthwhile to have the original application substantively 
examined before considering any amendments to the claims. 

With regard to PM-132S (your reference: 33021):, 

Dr. Deevi has informed us that the segment of PIG. 3 labeled 
"Passivation" should not be replaced with "Carbidization". 
Support for the passivation stage may be found in the U.S. 
application on page 20, lines 7-16. 

Please feel free to call if you have any 
additional questions regarding these matters. 

Sincerely, 



Marta E. Gross 
Jcseoh M. Guiliano 
Patent Acent Trainee 


Source: https://www.industrydocuments.ucsf.edu/docs/qmfk0000 
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